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l.“  DATE  - TIME  GROUP 


8 Get.  66 

3.  SOURCE 
Civilian 


2350Z 


4.  NUMBER  OF  OBJECTS 
Cna 


3.  LOCATION 


East  Dennis,  Massachussetts 


one  witness 


10.  CONCLUSION 


0ther(Electricall7  charged  cerena) 


1j 


A 


5.  LENGTH  OF  OBSERVATION  11.  BRIEF  SUMMARY  AND  ANALYSIS 


30-40  secends 


6.  TYPE  OF  OBSERVATION 


Ground  Visual 


7.  COURSE 


Stationary 

8.  PHOTOS 

Y«> 

B No 

9.  PHYSICAL  EVIDENCE 

Ya« 

S No 


' The  object  was  of  a spherical  shape  being  about  2 feet 
in  diameter.  The  object  was  empared  to  that  of  a 
mercury  light  in  color  with  a brightness  of  approximately 
20-30  5d0^ Lumens.  A nearby  swai^  area  was  lit  up  by 
the  object.  The  observer  was  in  a hydraulic  basket 
lift  30  feet  above  the  ground  checking  a power  trans- 
former. The  object  appeared  to  be  about  30-60  feet 
above  the  ground  and  about  100  yards  away. 

The  investigating  official  stated  that  the  object  was 
observed  in  the  area  of  a power  tranasisslon  line.  Con- 
sidering the  area  being  in  close  proximity  to  salt  water 
and  the  description  and  characteristics  are  consistent 
with  those  reported  for  electrically  charged  corona,  such 
is  a possible  and  probable  explanation. 
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SPHERICAL  (FOOTBAa)  C2)  ABOUT  TWO  FEET  IK  DirWETER  C3)  MERCSRY 
LIGHT  COLOR  WITH  ER  IGHT^ESS  RANGE  OF  20  TO  30  THOUSA^D  LU1ENS  (4) 
0^E  (5)  NOI£  C6)  BLACK  DESIGN  IN  MIDDLE,  LIGHT  SHINING  TO  LEFT, 
RIGHT  A®  DOWN,  BUT  NOT  UP  (7)  NONE,  OBJECT  APPEARED  TO  BE 
STATIONARY  C 8)  NONE  C9)  SnIAMP  AREA  Lff  UP  BY  OBJECT  , THEN  WENT  OUT 
FOIR  TIMES  B,  (1)  UNUSl  LIGHT  IN  DARKNESS  (2)  ABOUT  ZERO  DEGREES 
ELEVATION,  SLIGHTLY  ABOVE  HORIZON,  NCRTl£ASr  A2D1UTH  C3)  SAME  AS 
FIRTS  OBSERVED  (4)  NONE.  OBJECT  APPEARED  TO  BE  ABOUT  FIFTY  TO 
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UNCLASSIFIED 
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SIXTY  FEET  ABCWE  C3^0U^D  AfO  ABOUT  100  YARDS  AWAY  <5)  INSTANTLY 

disappeared  in  same  position  as  sighted  (o  thirty  to  FCRTY 


NAC£  4 


SEOOM3S  C.  (1)  (SOUND  -VISUAL  (2)  NOf£  (3)  OBSRVER  WAS  IN  mDRALLIC 

♦ < 

BASKET  LIFT,  30  FEET  ABCWE  (SOUPD  , C^ECKING  POWER  TRANSFCFMER 

D.  Cl)  ABOUT  2350  HOIRS  ZILU  8 OaOSER  ,N  1950  WS  L0C:AL  (2)  NIGHT 

E.  41  DECSEES  45  MINUTES  NORTH,  70  DECREES  10  MINUTES  WEST  , EAST 
DENNIS.  MASSACHUSSETTS  F. 

ROAD,  WE3  YARMOUH,  MASS,  POWER  COMVANY  L INEJ1AN , HIGH  SCHOOL 
fflADUATE,  RELIABLUY  Ea’DIATED  AS  GOOD  G.  Cl)  O.Zm  WITH  LIGHT 
WIfOS  C2)  WlfC  COM)  IT  IONS:  SlHFACE  £20  DECREES  AT  3 KNOTS,  SI 
262/23,  ICM  230^10,  161  270^21,  201  270^25,  301  270^43,  52M 
270/40  C3)  UfLEirrED  C4)  SEVEN  MILES  C5)  NONE  C 6)  NO«  C7)  ONE 
DECREE  C.  PER  1,000  FT  ijP  TO  161;  TWO  DECSEES  C,  ABOVE  161 
H.  OBJECT  WAS  OBSERVED  IN  AREA  OF  POWER  TRAN31ISSI0N  LINE  I. 

NONE  J.  NONE  K.  INTELLIGENCE  OFFICER.  POSSIBLE  CAUS:  OF 
SIGHTING:  ELECTRICALLY  CHARGED  CORONA  AROU®  HIGH  POER  LINES. 

AREA  IN  aOS  ffiOXEIITYTO  SALT  WATER. 
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